MAKI BUILDING 


- 1162-1180 MARINE DR, BUILT 1946 


THIS BUILDING’S ORIGINAL OCCUPANT 
WAS THE MAKI SUPPLY COMPANY. THE WEST 
HALF CONTAINED AN AGRICULTURAL 
MACHINERY AND PARTS SALES ROOM, AND A 
GARAGE FOR AUTO REPAIR. THE EAST HALF OF 
THE BUILDING CONTAINED A FEED AND SEED 
STORE AND WAREHOUSE. THE BUILDING IS 
SIGNIFICANT FOR ITS RARITY OF ART 
MODERNE IN ASTORIA, ITS STYLE, QUALITY OF 
DESIGN AND RETENTION OF ORIGINAL FABRIC. 


MOOSE LODGE 
- 420 17TH ST, REMODELED IN 1951 


THE NICHOLSON & KEROLA BUILDING, 
ALSO KNOWN AS HOLMES GARAGE WAS 
TRANSFORMED BETWEEN 1948 AND 1951 
INTO THE MOOSE LODGE. PARTS OF IKE’S MID- 
CENTURY FACADE STILL REMAINS, HOWEVER, 
MUCH OF IT IS COVERED BY NEW SIDING. THE 
LODGE HELD A LARGE MOOSE CONVENTION 
HERE AND AT THE ARMORY IN 1951. 


ASTORIA BOTTLING WORKS 
- 900 MARINE DRIVE, BUILT IN 1940 


OWNERS OF THE ASTORIA BOTTLING 
WORKS, PURCHASED THE PROPERTY IN APRIL OF 
1940, TO USE AS THE SITE OF THEIR NEW, 
MODERN BOTTLING PLANT. IN 1947, VAN DUSEN 
BEVERAGES TOOK OVER THE BUILDING AND 
OCCUPIED IT UNTIL 1976. IT HAS A RARITY OF 
STYLE AND ADDED SIGNIFICANCE FOR ITS USE AS 
A BOTTLING PLANT BY VAN DUSEN BEVERAGES. 


PLEASE BE COURTEOUS, AND VIEW THESE 
BUILDINGS FROM THE PUBLIC RIGHT-OF-WAY 


— LOWER COLUMBIA | 
>» PRESERVATION - 
S-O-CejeLo [oY 


OFFICE AND 


REFERENCE LIBRARY 
389 12TH STREET, ASTORIA OR 97103 
(971) 704-2016 
INFO@LCPSOCIETY.ORG 
Www.LCPSOCIETY.ORG 


EINO E. ISAACSON 
ARCHITECTURAL 
TOUR 


ARCHITECT EINO E. “IKE” ISAACSON GREW UP IN 
ASTORIA’S ASTOR COURT NEIGHBORHOOD ON 
THE SOUTH SLOPE. HE GRADUATED FROM 
ASTORIA HIGH SCHOOL IN 1926, AND THEN 
WENT ON TO EARNED HIS ARCHITECTURE 
DEGREE FROM UNIVERSITY OF OREGON IN 

1931. 


MOST ISAACSON BUILDINGS WERE DESIGNED 
FOR LIGHT INDUSTRY OR AUTO SALES AND MOST 
HAD AN ARTE MODERNE OR MODERN 
STREAMLINE STYLE. COMMON ISAACSON 
DETAILS INCLUDE RIBBONS OF METAL WINDOWS, 
ENTRYWAYS WITH MULTI-PANED SIDELIGHTS, 
INCISED MOLDINGS, CURVED CANOPIES, FLUTED 
GLASS AND SMOOTH CEMENT FINISHES. 


BLITZ WEINHARD 
- 598 BOND ST, BUILT IN 1947 


BLITZ-WEINHARD WAREHOUSE FROM 
1947-1963. FROM 1965 ON, THE BUILDING 
HOUSED COLUMBIA FRUIT & PRODUCE 
MARKET. 


WARRENTON COMMUNITY LIBRARY 


- 1605S MAIN Ave, c. 1950 


ORIGINALLY DESIGNED AND BUILT AS A 
US BANK BRANCH, THIS BUILDING NOW HOLDS 
WARRENTON’S COMMUNITY LIBRARY. IT HAS A 
SIMILAR SHAPE TO OTHER ISAACSON BUILDINGS, 
SUCH AS THE MILES CROSSING TAVERN. 


NORTHWEST NASH BUILDING 
1111 EXCHANGE, BUILT IN 1946 


THE NORTHWEST NASH BUILDING WAS 
BUILT IN 1946 AS AN ART MODERNE AUTO 
DEALERSHIP. IT WAS USED AS THE ASTORIA 
PUBLIC LIBRARY FROM 1959-1967 AND BECAME 
THE ASTORIA SENIOR CENTER IN 1984. A MAJOR 
RENOVATION WAS UNDERTAKEN BY THE CITY OF 
ASTORIA IN 2015S. 


WARRENTON HIGH SCHOOL 
- 1700 S MAIN AVE, BUILT IN 1949 


E. ISAACSON DESIGNED THE VERY 
MODERN WARRENTON HIGH SCHOOL. HE ALSO 
SUPERVISED THE CONSTRUCTION OF ASTORIA 
HIGH SCHOOL, DESIGNED KNAPPA SCHOOL AND 
THE MODERN GYM ADDITIONS AT BOTH ASTOR 
ELEMENTARY AND GRAY SCHOOL. 


MORE ABOUT IKE! 


ARCHITECT EINO E. “IKE” ISAACSON WAS 
BORN IN CARBANADO, WA ON JAN 22, 1908. HE 
GREW UP IN ASTORIA’S ASTOR COURT 
NEIGHBORHOOD. HE GRADUATED FROM ASTORIA 
HIGH SCHOOL IN 1926 AND THEN WENT ON TO 
EARNED HIS ARCHITECTURE DEGREE FROM 
UNIVERSITY OF OREGON IN 1931. IN 1937, HE 
MARRIED HANNA DREYER, WHO HAD GROWN UP IN 
UPPERTOWN ASTORIA. THEY BUILT A HOME ON W. 
IRVING AND THERE RAISED THREE CHILDREN. 

IN 1931, IKE WAS LISTED IN THE CITY 
DIRECTORY AS A DRAFTSMAN FOR JOHN E. WICKS, 
ARCHITECT. IN 1940, ISAACSON WENT INTO 
PRIVATE PRACTICE AS AN ARCHITECT AND 
ENGINEER AFTER HAVING WORKED FOR OREGON 
STATE HIGHWAY DEPARTMENT, BONNEVILLE 
POWER ADMINISTRATION AND ON SEVERAL 
COLUMBIA RIVER DAM AND JETTY PROJECTS. IN 
1947, IKE PURCHASED THE SEASIDE HOTEL WITH 
HIS BUSINESS PARTNER BOB WILLIAMSON. 

MosT ISAACSON BUILDINGS WERE 
DESIGNED FOR LIGHT INDUSTRY OR AUTO SALES 
AND MOST HAD AN ARTE MODERNE FLAIR OR 
MODERN STREAMLINE STYLE. ASTORIA BUILDINGS 
HE DESIGNED INCLUDE; NASH MOTORS (NOW 
ASTORIA SENIOR CENTER), BLITZ-WEINHARD 
(COLUMBIA PRODUCE), ASTORIA BOTTLING 
WORKS (TRANSIT STATION), MAKI BUILDING, 
(VINTAGE HARDWARE) THE MOOSE LODGE FACADE, 
ASTOR SCHOOL GYM ADDITION, AND RAMBEAU 
Motors (L.C. BOWL). WARRENTON BUILDINGS 
INCLUDE WARRENTON HIGH SCHOOL, 1949 AND 
THE U.S. BANK (NOW WARRENTON PUBLIC 
LIBRARY). 

DURING THE PERIOD OF 1961 TO 1966, 
IKE WAS ENGINEER FOR CLATSOP COUNTY, 
CLATSOP COUNTY SURVEYOR AND CITY ENGINEER 
FOR SEASIDE. HE MOVED TO PORTLAND IN 1966 
AND WORKED FOR THE PORT OF PORTLAND UNTIL 
HIS RETIREMENT IN 1973. 

EINO E. ISAACSON DIED IN 1974. 


